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PUBLIO WORKS DEPARTMENT 


(PUBLIC HEALTH BRANCH ) 


The 4th May , 1976 


No: 3707.PW [ [(11-76 /16131. - Shri R. K. Singal, Sub -Divisional Officer (Civil) of the Public 
Works Department Public Health Branch , Hıryana has passed the Departmental Professional Examination 
held from 24th November , 1975 to 26th November, 1975. · 


Exemption to th : following officers is granted from app :asiag in the papers given against their 
names as they have obtained 60 % or more marks in these papers : – 
1. Shri Mukesh O. Adya , SDE ., (Civil) 

(a ) Accounts and Office Procedure . 


(b ) Viva . Voce . 


(a ) Accounts and Office Procedure. 


2. Shri P. K. Singla , SDE., (Civil) 
3. Shri K. K. Singla , SDE., (Civil) 


(a ) Accounts and Office Procedure . 


1 


(b ) Viva . Voce. 


4. Shri S. K. Mittal, SDE., (Civil) 


1 


(a ) Accounts and Office Procedure . 


(b ) Viva . Voce 


--- 5. Shri V. P. Gupta , SDE., (Civil ) 


(a ) Accounts and Office Procedure . 


6. Shri K. K. Mehta ,sdE ., ( Oivil) 


( a ) Accounts and Office Procedure . 


(b ) Viva . Voce . 


7. Shri V. M. Handa , SDE ., (Civil) 


( a ) Accounts and Office Procedure . 


( b ) Viva. Voce . 


8. Shri R. P.Misra , SDE., ( Civil ) 


( a ) Accounts and Office Procedure. 


9. Shri S. O. Ahuja , SDE ., ( Civil ) 


(a ) Accounts and Office Procedure . 


(b ) Viva , Voce. 


10. Shri Nilamber Kishore Sharma. SDE , ( Civil ) 


( a ) Accounts and Office Procedure . 


(b ) Viva . Voce . 


11. Shri Shailender Nath , SDE ., ( Civil ) 


( a ) Accounts and Office Procedure . 


( b ) Viva . Voce . 


12. Shri Gurdev Singh , SDE ., (Mechanical) 


( a ) Accoudts and Office Procedure . 


A. BANERJEE , Secy . 


BUILDINGS AND ROADS BRANCH 


The 26th April, 1976 


No. 2770 -PW3(6 )-76 / 14939. - In pursuance of Rule 8 (9) of the Punjab Service of Engineers, 
Class-1, Public Works Department ( Buildings and Roads Branch ) Rules, 1960 , the Governor of Haryana is 
pleased to declare in consultation with the Haryana Public Service Commission , Shri Bhav Nath , 
officiating Executive Engineer as suitable for appointment to the Haryana Service of Engineers Olass- i 
( Mechanical) P.W.D., B & R , Branch . 

2. This will be without prejudice to the claim of the Shri J. S. Yadav who may also be considered 
suitable for promotion , 

P. P. CAPRIHAN , 
Commissioner & Socy . 


N 


